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PAGE 01 PARIS 01590 I62233Z 
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ACTION HEW-06 

INFO OCT-OI EUR-I2 ISO-00 OES-05 /024 W 

008545 

R 162227Z JAN 75 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 6940 

UNCLAS PARIS 01590 

E.O. 1 1652: N/A 

TAGS: OGEN, ETRD, TBIO, FR 

SUBJECT: FDA ADVISORY - VOLUNTARY RECALL OF LABORATORY 
CONTROL STANDARD DUE TO PRODUCT INSTABILITY 

REP: STATE 303275 

L. AS REQUESTED REFTEL, POST CONTACTED MR. DORANGE, 
MANAGER, COULTRONICS FRANCE, 14, RUE EUGENE-LEGENDRE, 
95580 MARGENCY TO DETERMINE IP CONSIGNEE HAD RECEIVED 
ADVISORY LETTERS FROM COULTER DIAGNOSTICS, INC., 
REGARDING UNSTABLE LOTS. 

2. MR. DORANGE STATED THAT HE HAD RECEIVED ADVISORY 
LETTERS FROM COULTER DIAGNOSTICS AND WAS WELL AWARE OP 
PROBLEM. 
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